PLATE XIV.   ROUND BRICK \VELL IN CELLAR, WHERE CREAM-JUG WAS FOUNT

See Plan IV.  Photographed January 5, 1944.

PLATE XV.   THE RECTORY COURTYARD, SHOWING STONE SLABS  (LEFT FOREGROU]
COVERING THE SOFT-WATER WELL

Photographed January 5, 1944.

